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TH£ SOURCE EVALUA7/ONS IN THIS REPORT ARE DEFINITiVE. 
THE ARRRAISAL OP CONTENT IS TENTATIVE. 
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!• A floating m i ne o f Sovie t or igin 


I closely resembled a small oil drum and 
weighed 20 kilograias* It measured approximately three feet in length and 
the diameter of each end was about 18 inches* Xt was painted dark khaki* 


2* The side view and each end are portrayed below* 
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^de view of the spring plunger on the left-hand end ia shown belowj 



It was believed that the left end as far as the raised ribs contained 
the explosive* It was the Mich heavier end and it was believed that the 
f rest of the mine was filled with air to keep it buoyant# 50X1 -HUM 
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